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low 4 per cent. In another type of apparatus applicable espe-
cially to rich gases a cubic foot tank is filled with the gas and
about 850 cc. of absorption oil injected through one of the valves.
The tank and contents are then violently agitated for twenty
minutes to make sure that the oil has extracted all of the gaso-
line, after which the oil is removed and 800 cc. of the oil is dis-
tilled. In any absorption process the amount of gasoline is
finally determined by distillation of the absorption oil, using a
condenser cooled with ice water,